88      DOCKETED ITEMS

9203090301 LER 92-002-QO;on 920203 & 4,reactor vessel water setpoint inaccuracy re-
sulted from reference leg temp effects that had not been correctly addressed.Setpoint
calculations were performed.W/920304 Itr,

REEVES.D.L,   MESCHAM.J.M.   Nebraska  Public  Power  District.  92/03/04.   9pp.
60871:320-60871:328.

9203130068 LER 92-003-OQ:on 911218JS violation & required plant shutdown resulting
from inoperable 250 volt batteries due to copper contamination.Two cell below TS
voltage limits were repiaced.W/920309 Itr.

MYERS.J.R.,   MEACHAM.J.M.   Nebraska   Public   Power  District   92/03/09.   7pp.
60933:224-60933:230.

9203170043 LER 92-Q04-00:on 920210.Group 3 isolation occurred on high reactor water
cleanup temp.Caused by failure to maintain interim corrective actions.Operating proce-
dures revised & isolation was reset.W/920311 Itr.

MYERS,J.R.,   MEACHAM.J.M.   Nebraska   Public  Power  District   92/03/11.   4pp.
60997:152-60997:155,

V. Operator Examinations

9203060115 Informs of Region IV 920324 meeting w/utii to discuss development of re-
qualification exarns.Meeting provides opportunity for more efficient interaction among
staff & facility licensee personnel.

BEACHAB. Region 4 (Post 820201). 92/02/21. HORN.G.R. Nebraska Public Power
District 3pp. 60804:218-60804:220.

9203110030 Announces Region IV scheduling of 920324 meeting w/a!l licensees to dis-
cuss requaliflcation exams.

COLLINS.SJ. Region 4 (Post 820201). 92/02/28. HORN.G.R. Nebraska Public Power
District 3pp. 60849:065-60849:067.

9203230182 Forwards plant initial SALP rept 50-298/92-99 for period of 900716-
920118.Overall,itcensee performance good w/strengths in areas of security & maint/
surveillance & weakness in licensee operator training program noted.
MARTIN.R.E. Region 4 (Post 820201). 92/03/16. HORN.G.R. Nebraska Public Power
District. 5pp. 60985:023-60985:053.

-9203230187 Initial SALP rept 50-298/92-99 for 900716-920118.
* Region 4 (Post 820201). 92/03/16. 24pp. 60985:029-60985:053.

9203260063 Discusses NRC plans to administer generic fundamentals exam section of
written operator licensing exam at facility on 920610.lnforrns that registration Itr must
be received at NRC & Region by 920504.Sample registration Itr encl.
BEACHAB. Region 4 (Post 820201). 92/03/19. HORN.G.R. Nebraska Public Power
District 4pp. 61091:244-61091:247.
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F. Security, medical, emergency & fire protection plans

9203100027 Forwards public version of revised EPIPs.including rev 5 to EPIP 1.1.1,rev 2
to EPIP 1.1.2,rev 6 to EPIP index,rev 13 to EPIP 1.1,rev 21 to EPIP 1.2,rev 19 to EPIP
1.3,rev 6 to EPIP 2.1 & rev 2 to EPIP 2.2.

DENT.P.A. Wisconsin Electric Power Co. 91/12/26, Document Control Branch (Docu-
ment Control Desk). 2pp. 60873:261-60875:020.

-9203100044 Revised EPIPs.including rev 5 to EPIP 1.1.1,rev 2 to EPIP 1.1.2,rev 6 to
index,rev 13 to EPIP '1.1,rev 21 to EPIP 1.2, rev 19 to EPIUP 1.3,rev 6 to EPIP 2.1 &
rev 2 to EPIP 2.2.
DENT.P.A. Wisconsin Electric Power Co. 91/12/26. 396pp. 60873:263-60875:020.

9203060118 Forwards changes to rev 7, "Point Beach Nuclear Plant Security Plan."
Changes withheld.

ZAGH,J,J. Wisconsin Electric Power Co. 92/03/03. Document Control Branch (Docu-
ment Control Desk). 2pp. 60854:352-60854:353.

9203190051 Forwards revised EPIPs.including Public version & Central Files version of
Rev 9 to EPIP 3.4,Revs 2 to EPIP-22 & EPIP-25.Central Files version withheld.
ZACH.JJ. Wisconsin Electric Power Co. 92/03/12. Document Control Branch (Docu-
ment Control Desk). 1p. 61090:241-61090:265.

-9203200150 Revised EPIPs.including Rev 9 to EPIP 3.4 & Revs 2 to EPIP-22, "Plant
Personnel Emergency Call List" & EPIP-25, "Wl Electric Headquarters Support Per-
sonnel Emergency Call List." Public version.

* Wisconsin Electric Power Co. 92/03/12. 24pp. 61090:242-61090:265.

9203190188 Forwards Rev 6 to plant security plan.Rev withheld.
ZACH.JJ. Wisconsin Electric Power Co. 92/03/12. Document Control Branch (Docu-
ment Control Desk). 1p. 61060:316-61060:316.

H. General correspondence

9203120287 Requests any info on util proposal to use Pacific Sierra USC-24 cash at
plant & answers to listed questions.

SHILLINGLAW.T. Affiliation Not Assigned. 92/03/02. SAMWORTH.R.B. NRC - No De-
tailed Affiliation Given. 1 p. 60894:188-60894:188.

i. Financial information

9203040334 Forwards "1992 Internal Cash Flow Projection for Point Beach Nuclear
Plant" per 10CFR140.21.

REMMEL.J.G. Wisconsin Electric Power Co. 92/02/07. MURLEY.T.E. NRC - No De-
tailed Affiliation Given. 2pp. 60823:001-60823:002.

K. Utility Final Safety Analysis Report (FSAR) & amends

9203300227 Forwards latest revs to Section 1.8 of FSAR.consisting of "QA Program."
ZACH.JJ. Wisconsin Electric Power Co. 92/03/23. Document Control Branch (Docu-
ment Control Desk), 2pp. 61198:311 -61198:344.

-9203300240 Updated section 1.8 of FSAR, "QA Program."

*  Wisconsin Electric Power Co. 92/03/23. 32pp. 61198:313-61198:344.

P. Operating license stage documents 4 correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exarn of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 SuppS 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tionina in BWRs

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York. inc. 4pp. 60997:033-60997:036.

9203030067 Forwards "Point Beach Nuclear Plant Unit 2,Cycle 18 Startup." Rept sum-
marizes startup & power escalation testing following Refueling 17.
ZACH.J.J. Wisconsin Electric Power Co. 92/02/25. Document Control Branch (Docu-
ment Control Desk). 1p. 60801:001-60801:040.

-9203030069 "Point Beach Nuclear Plant Unit 2.Cycle 18 Startup."
KURTZPN, WOOD.RP. Wisconsin Electric Power Co. 91/11/30. 39pp. 60801:002-
60801:040.

9203030300 Advises of implementation of all actions associated w/ Generic Ltr 89-13,
"Svc Water Sys Problems Affecting Safety-Related Equipment."
ZACH.JJ. Wisconsin Electric Power Co. 92/02/27. Document Control Branch (Docu-
ment Control Desk). 1p. 60801:121-60801:121.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York. Inc. 12pp. 61085:001-61085:012.

9203240072 Confirms plans to have mgt meeting on 920324 in Two Rivers, Wl to dis-
cuss plant activities & other items of mutual interest.

GREENMAN.E.G. Region 3 (Post 820201). 92/03/16. ZACH.J.J. Wisconsin Electric
Power Co. 1p. 61053:276-61053:276.

Q. Inspection reports, IE Bulletins & correspondence

9202110001 NRC info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York. Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411), 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9203040010 Ack receipt of 920205 Itr & check for $150,000 in payment for civil penal-
ties imposed by NRC in 920110 Itr.Understands that closure time of MSIVs will be
obtained during OP-13B performance when conducting shutdown.
LIEBERMAN.J. Ofc of Enforcement (Post 870413). 92/03/02. ZACH.J.J. Wisconsin
Electric Power Co. 1p. 60767:022-60767:022.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203130263 Responds to NRC 920214 Itr re violations noted in Insp Repts 50-266/92-
04 & 50-301 /92-04.Corrective actions:personnel performing post-maint testing coun-
seled & rev being made to Design Guideline G02, "...Preparation of Installation...."
ZACH.JJ. Wisconsin Electric Power Co. 92/03/09. Document Control Branch (Docu-
ment Control Desk). 3pp. 60933:082-60933:084.

9203260305 Ack receipt of 920309 Itr informing NRC of steps taken to correct violations

noted in Insp Repts 50-266/92-04 & 50-301/92-04.

GREENMAN.E.G. Region 3 (Post 820201). 92/03/20. ZACH.J.J. Wisconsin Electric
.    Power Co. 1 p. 61129:360-61129:360.DER.J.R. Cooper Industries, Inc. 92/03/02. HAASS,W. NRC - No Detailed Af-
